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DRAFTED BY ARA/AND/V : WCSERGEANT 
APPROVED BY ARA/AND - MR. FULLER 
ARA/RPP - MR. FINAN 
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051307 091439Z/53 

R 091425Z AUG 77 
FM SECSTATE WASHDC 
TO AMEMBASSY CARACAS 


LIMITED OFFICIAL USE STATE 187252 
E.O. 11652: NA 
TAGS: TBIO, MILI 

SUBJECT: U.S. MEDICAL EXAMINATION FOR FORMER VENEZUELAN 
DEFENSE MINISTER MAJOR GENERAL FRANCISCO ELOY ALVAREZ 
TORRES 

REF: CARACAS 07480 

AN APPOINTMENT HAS BEEN ARRANGED FOR GENERAL ALVAREZ. ON 
AUGUST 25 AT 8:00 A.M. IN ROOM 1 1 1 OF WALTER REED 
HOSPITAL. DR. CARPENTER WILL BE IN ATTENDANCE. GENERAL 
ALVAREZ SHOULD NOT EAT OR DRINK AFTER MIDNIGHT ON THE 
DAY PRECEEDING HIS APPOINTMENT. HE SHOULD BRING ALL 
AVAILABLE RECORDS. CHRISTOPHER 
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Current Classification: UNCLASSIFIED 

Concepts: MILITARY PERSONNEL, MEDICAL EXAMINATIONS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 09-Aug-1977 12:00:00 am 
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Disposition Action: RELEASED 
Disposition Approved on Date: 
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Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 
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Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 87252 

Document Source: CORE 

Document Unique ID: 00 
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Image Path: 
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Line Count: 44 
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Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 77 CARACAS 7480 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Status: NATIVE 

Subject: U.S. MEDICAL EXAMINATION FOR FORMER VENEZUELAN DEFENSE MINISTER MAJOR GENERAL FRANCISCO ELOY ALVAREZ 
TORRES 
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